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Indian Standard
SPECIFICATION FOR OPEN-DECK SCUPPERS
0. F OREWORD

0.1 Th is In dia n St a n da r d wa s a dopt ed by t h e In dia n St a n da r ds In st it u t ion on 3 Novem ber 1970, a ft er t h e dr a ft fin a lized by t h e Sh ipbu ildin g Sect ion a l Com m it t ee h a d been a ppr oved by t h e Mech a n ica l E n gin eer in g Division Cou n cil. 0.2 Scu pper s su fficien t in n u m ber a n d siee a r e pr ovided on a ll open decks of sh ips t o pr ovide effect ive dr a in a ge. 0.3 In t h e pr epa r a t ion of t h ii st a n da r d, con sider a ble a ssist a n ce h a s been der ived fr om DIN 87201 (Dr a ft ), `Scu pper s wit h gr a t in g ba r s', issu ed by Deu t sch er Nor m en a u ssch u ss. 0.4' F or t h e pu r pose of decidin g wh et h er a pa r t icu la r r equ ir em en t of t h is : st a n da r d is com plied wit h , t h e fin a l va lu e, obser ved or ca lcu la t ed, expr essin g t h e r esu lt of a t est or a n a lysis, sh a ll be r ou n ded off in a ccor da n ce wit h : IS : 2-1960*. Th e n u m ber of sign ifica n t pla ces r et a in ed in t h e r ou n ded o f f va lu e sh ou ld be t h e sa m e a s t h a t of t h e specified va lu e in t h is st a n da r d.

1. SCOP E

1.1 Th is st a n da r d specifies t h e m a t er ia l a n d dim en sion s for open -deck
scu pper s u sed for dr a in a ge on boa r d sh ips. 2. CONSTRUCTION 2.1 Th e open -deck scu pper s sh a ll be con st r u ct ed a s sh own in t h e figu r e in Ta ble 1 for differ en t n om in a l sizes. 2.2 Open -deck scu pper s m a y a lso be pr ovided wit h por t a ble gr a t in g, if r equ ir ed by t h e pu r ch a ser . Scu pper h ea d is sh own in t h e figu r e in Ta ble 2. *Ru les for rounding off numerical
values ( revised).
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3. MATERIAL 3.1 The m aterial u sed in the constru ction as show n b e l o w :
JVant e

of op en-d eck

scu p p ers shall be

of Purl
Steel

Materid Shipbu ild ing qu ality steel

Relev ant Indian St andard

Scu p p er head Grating bars
4. DIMENSIONS

IS : 3039-1965* IS : 2073-19627

4.1 The d im ensions of the op en-d eck scu p p ers shall be as show n in Tables 1 to 3. 5. TOLERANCE 5.1 The tolerances on the m achined accord ing to 1S : 2 102- 1969:. 6. WELDING 6.1 Weld ing, in general, shall be accord ing to the reIevant ard s, and in particu lar, conform to IS : 3525-1966s. 7. DESIGN ATION 7.1 The op en-d eck scu p p ers shall be d esignated nu m ber of this stand ard :
Example:

p arts

shall be of the coarse

series

Ind ian

Stand -

by the nom inal size and

An op en-d eck d esignated as: Op en-Deck 8. MARKING

scu p p er

of nom inal

d ia

65 m m shall be

Scu p p er 65 IS: 5875

8.1 The nom inal d iam eter of the scu p p er shall be m arked on the scu p p er head . 8.2 Open-d eak Mark.
NOTE -The Indian Standards made thereunder.

scu p p er

m ay also be m arked

w ith the IS1 Certification

use of the ISI Certification Mark is governed by the provisions of the Institution ( Certification Marks) Act, and the Rules and Regulations Presence of this mark on products covered by an Indian Standard ). of machined

for structural steel ( shipbuilding quality $$ecification for carbon steel bars for production engineering purposes. SAllowable deviations for dimensions without specified OCode of practice for use of metal arc welding f o r hull in mild steel. 4

l Specification

parts

for general

tolerances (first revision ). construction of merchant ships
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conveys the assurance that they have been produced to comply with the requirement8 of that standard, under a well-defined system of inspection, testing and quality control during production. Thir system, which is devised and su rvised by IS1 and operated by marketed are the producer, has the further safeguard that the p rJe ucts as actually continuously checked by ISI for conformity to the atandard. Details of conditions, under which a licence for the use of the IS1 Certification Mark may be granted to manufacturers or processors, mav be obtained from the Indian Standards Institution. TABLE 1 DIMENSIONS ( Claws OF OPEN-DECK 2.1 a n d 4.1 ) in millimetres. SCUPPEKS

All dimensions

-GRATING BARS.

dl

DECK RATING

SWPPER

HEAD

k------d-----w/ For Nominal Sizes 40 and 50 d For Nominal DIA d l 14 14 ;;: 18 2. h Sizes 65 and Above

NOMINAL SIZE
40

BOLT HOLE

4
100 110 130 :g

E 12l
*For dimensions,

130 140 160 190 210 see Table

84 2 :Zf

I

No.

OB BOG HoLEa

1

4 4 4 4
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TABLE 2

DIMENSIONS OF SCUPPER HEAD ( Clausrs2.2 and 4. I )
Afi dimensions in millimetres.

t----da---

k-I-Scupper Head with welded Grating Bars ( Grating Bars Detail not Shown ) Grating

dq-ds-

Scupper Head with Removable

Nom -

---

NAL SIZE
:`40
50 65 80 100

4
78 90 120 1`30 150

4 --48.3 60.3 76.1 68.9 114.3

4
60 72 90 105 125

4

h,
-14 14 14 16 16

hs
42 45 45 50 52

t
2.5 3 3 3.5 4

60 72 98 110 130
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TAB LE

3

D IMEN S ION S

OF GRATIN G

B ARS

( Cla u s e 4. I All dimensions

)

in millimetres.

N OMIN AL Srze

4

1

40

10 10 12 12 12

52 64 86 98 118

50 65 80 100
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AMENDMENT NO. 1 MARCH 2013 TO IS 5875 : 1970 SPECIFICATION FOR OPEN-DECK SCUPPERS
(Page 3, Foreword)      Insert   the   following   new   clause   after   0.2 and renumber the subsequent clauses: `0.3 Open deck scuppers shall comply with the statutory requirements and classification  society  rules  as  applicable.' (Page 6, Table 2)      Delete   last   column   and   insert   note   at   the   end   of   table:
`NOTE    Thickness (t) of open deck scuppers shall be equal to thickness of deck or side shell connected by the scuppers, whichever is  greater.'

(TED 17)
Reprography Unit, BIS, New Delhi, India

